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for mental anguish to cases where the parties are closely related by blood. 
Wadsworth v. Tel. Co., 86 Tenn. 695. 

Theatres and Shows — Implied Contracts as to Safety. — Scott v. 
University of Mich. Athletic Ass'n., 116 N. W. 624 (Mich.). — Held, 
that an athletic association owning a spectators' stand which had been 
erected by a competent builder, and before use was pronounced safe by 
engineers, did not, as a matter of law, exercise reasonable care to prevent 
injury to a spectator, caused by collapse of the stand. 

The general rule is that the owner of a public resort contracts to 
exercise reasonable care to keep the premises in a safe condition. Brother- 
ton v. Manhattan Beach Imp. Co., 48 Neb. 564. In the application of this 
rule some interesting results have been developed; for example, it has 
been held that the owner of a grandstand was chargeable with negligence 
because he had failed during three years to have the structure examined by 
a competent builder and architect. Fox v. Buffalo Park, 47 N. Y. Supp. 
788. And in an action against the proprietor of a theatre, it was held that 
reasonable care had been exercised in construction, although the floor of 
the gallery was given a pitch of 55 degrees, and the railing was only 
three feet high. Dunning v. Jacobs, 36 N. Y. Supp. 453. But in England, 
it was said that the owner of a stand did not simply contract to use rea- 
sonable care to keep the stand safe, but impliedly warranted that due care 
has been exercised in constructing the stand. Francis v. Cochrell, 5 L. R. 
Q. B. 184. 



